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Yuyao Zhenxing Flowmeter Instrument Factory established in 1991, as a professional China 
Products suppliers and Products company, having been involved in this field more than 20 years, 
our main products are Products, paddle wheel and battery powered electromagnetic water 
meters , our plant area Is more than 18000 square meters. We have been doing foreign trade 
business for more than ten years, and our Products are sold to about 100 countries and regions, 
we have high accuracy Instrument equipments to strictly control the products quality and we also 
have a good team to develop flowmeters.Besides,we are also making great efforts to develop 
new products to meet special requirements.YUYAO ZFIENXING FLOWMETER INSTRUMENT 
FACTORY NINGBO KIO FLOW INSTRUMENTS CO., LTD .established in 1991 as a professional 
manufacturer of flow instruments, having been involved in this field more than 20 years, our 
main products are electromagnetic flowmeters, paddle wheel and turbine transducers, battery 
powered electromagnetic water meters and rotameters, we are located in the city of yuyao 
where near Fligh-speed rail station only 2000 meters with convenient transportation access, 
our plant area is more than 18000 square meters, we have done more than 10 years of foreign 
trade business with about one hundred countries include united states,the 
Netherlands,Poland,Germany,ltay,Korea,Japan,Taiwan,France,Arabia,Brazil,Australia,South 
Africa,Sweden,lndia,Malaysia,Vietnam etc, and has experienced staff members are always 
available to discuss your requirements and ensure full customer satisfaction, we have high 
accuracy instrument equipments to strictly control the products quality and we also have a good 
team to develop flowmeters.Besides,we are also making great efforts to develop new products to 
meet special requirements. 



Threaded rod is, after all, not made to be used as a precise positioning tool. It is built to fasten 
and to remain stationary at all times. Threaded rods can often be slightly bent, and they get dirty 
very quickly. After a year of printing. It can clearly be seen that threaded rods are not meant for 
this kind of application,'' Daniel explains In his blog post. ^^The rod••• squeaks pretty loudly 
during movement and its threads get full of black goo that consists of dust, oil and metal shavings 
from the friction with the nut." 
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